FIA  Formula  1 
World  ChampionshipTM 


2020  styrian  Grand  prix 

9  - 12  July  2020 


From  The  Stewards 

To  The  Team  Manager, 

Scuderia  Ferrari 


Document  24 

Date  1 1  July  2020 

Time  17:08 


The  driver  and  team  representative  are  required  to  report  to  the  Stewards  at  18:00  in  relation  to  the 
incident  below. 


No  /  Driver  1 6  -  Charles  Leclerc 

Reason  Allegedly  crossing  the  control  line  after  a  red  flag  was  shown  at  16:04,08,  alleged 

breach  of  31.6  FI  Sporting  Regulations. 


Gerd  Ennser 


Felix  Holter 


Emanuele  Pirro 


Walter  Jobst 


The  Stewards 


